CATHEDRAL  OF  ST.   JOHN  THE  BAPTIST,    CHARLESTON,   S.  C. 


CATHEDRAL  OF  ST.  JOHN  THE  BAPTIST 
Broad  and  Legare  Streets,  Charleston,  S.  C. 

Early  in  1  796  the  first  mass  was  celebrated  in 
Charleston  for  Roman  Catholics  by  an  Italian  priest. 

The  present  cathedral  is  the  exact  duplicate  of  the 
one  destroyed  by  fire  in  1661, 


